From more product offerings to less downtime is uLTu HONE TRUC TION 
CONSTRUC Oh 


during installation, you’re sure to appreciate 
the unique benefits of choosing Reman. If you’re 


new to remanufactured parts from New Holland, 
here are some great reasons to make our 
parts a key element in your ongoing equipment NEW HOLLAND REMANUFACTURED PARTS 


maintenance program. WV] 


FOR ALL SEASONS 


Remanufactured parts from New Holland cost 
less than new parts — offering a great value while 
ensuring peak performance. 


Every day, we look to add even more parts 

to our already extensive Reman roster. 

This expanded offering provides more options 
for your equipment needs. 


INDUSTRIAL 
It’s a fact. When you install our parts in your 
equipment, you can expect increased resale value. 
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Unlike “will-fit” parts, each remanufactured 
part from New Holland is engineered to deliver 
like-new performance that meets stringent 
New Holland performance specs. 


Your core has value; please see your dealer for 
complete details on value and criteria. 


Remanufactured parts from New Holland 
are completely disassembled. All parts are 
thoroughly inspected and reassembled to the 
latest OEM specifications. 
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AGRICULTURE 
Because many remanufactured parts from 
New Holland are ready to install, our service PM-17515 Issued 03/2016 
technicians can spend less time completing ©2016 CNH Industrial America LLC. All rights reserved. New Holland is a trademark 
repairs or shop installs. The result? Quicker fo CNH Industrial NV, its subsidiaries or affiliates, Now, Holland, Construction 
turnaround and a whole new level of equipment and CNH Industrial Reman are trademarks in the United States and many other 


is countries, owned by or licensed to CNH Industrial N.V., its subsidiaries or affiliates. REMAN 
uptime for you. www.WhyReman.com WhyReman.com INDUSTRIAL 


There is an extensive offering of remanufactured Remanufactured parts for 


SUPERIOR WARRANTY PROTECTION parts available for New Holland equipment. This NEW HOLLAND T7030 


season we are highlighting the NEW HOLLANL 


,PEEDROWER 240° and NEW HOLLAND T7030. Description Part No. 


Unlike no-name competitors or _ rebuilds, 
our parts are fully warrantied. Remanufactured 


i , : A/C Compressor 87709773R 
parts from New Holland provide same as new, For more information about remanufactured 
and sometimes better than new, warranty parts, contact your New Holland dealer or visit Alternator 84141455R 
coverage when installed by an authorized www.WhyReman.com. Blower Motor 87663947R 
* 
Netaingellelie Gl Sell Clutch Plate 87542609R 
Other than those products specifically listed R ¢ d f ECU 84225110R 
emanufactured parts for 
below, New Holland remanufactured parts NEW HOLLAND SPEEDROWER 240 Electronics 87703363R 
feature a 6-month warranty. VEW HULLAND SFEEUR VEN 24U 
Engine 87312082ER 
Description Part No. 
Fuel Injector 504128307R 
A/C Compressor 87649534R 
Fuel Pump 84385110R 
Alternator 87715397R 
Hydraulic Pumps 47133946R, 84263360R 
REMAN ENGINES/ COMPONENTS ECUs 84574271R, 84574273R, 
— oar 84574277R Hydraulic Valves 87313431R, 84214463R 
Connecting Rods, Crankshafts, Monin ’ 
Cylinder Heads eee Electric Motor 87488680R Instrument Cluster 2854971R 
Engines: Long Block & Replacement 24 Months | Engine 84250226ER Joystick 84261738R 
Engines: Short Block 12 Months Hydraulic Pump 86837566R Starter 84151331R 
muel Injection gO awa ctors, 12 Months Instrument Cluster 47532798R Transmission ECU 84225111R 
Fuel Kits, Turbochargers 
REMAN DRIVELINES Starter 87577368R Turbocharger 2854829R 


Axles, Clutches (Ag. Only], Final Drives, 
Manual Transmission, Power Shifts, 12 Months & | 
ey Power Shuttles, Torque Converters J ———— i — 


' REMAN GEARBOXES 


) Rotor Drives (Ag. Only) 12 Months 
Torque Amplifiers (Const. Only) 24 Months 
Wobble Boxes (Ag. Only) 12 Months 


| REMAN ELECTRICAL 


Alternators, Controllers, ECUs, Instrument 


Clusters, Generators (Ag. Only), Starters Te aitane 
| REMAN HYDRAULICS 
Cylinders, Motors, Pumps, Valves 12 Months 
MISCELLANEOUS REMAN 
A/C Compressors 7 12 Months 
24 Months/ 


Irrigation Power Units 2,000 Hours* 


* Labor will not be warrantied when installed by an unauthorized CNH Industrial 
dealer or third party. 


t Whichever occurs first. 


